
INDICATES THAT SEVERAL CHANGES CALLED FOR IN SYSTEM XII EQUIP- 


MENT. FOLLOWING RECOMMENDATIONS ARE BASED ON HIS FINDINGS. 

2. RECOMMEND THAT YOU DO NOT RELEASE ANY 21 12- 151 DC 
ISOLATION MOD KITS NOW IN YOUR HANDS. 15 NEW KITS, 2 112- 151 A, 

WILL BE MADE UP AND READY FOR DELIVERY BY 15 MARCH. PLEASE 
ADVISE DISTRIBUTION. 

3. SEVERAL WIRING CHANGES ARE PROPOSED WHICH MAY OR MAY 
NOT CALL FOR MOD KITS. SUGGEST WE HOLD SYSTEM XII EQUIPMENT 
SERIAL NBR 15 HERE FOR AT LEAST ONE WEEK TO FULLY CHECK THESE OUT. 

4. SUGGEST HOLDING FINAL SCHEMATICS FOR UP-DATING PRELIM- 
INARY INSTRUCTION BOOKS FOR APPROXIMATELY ONE WEEK. 

END OF MESSAGE 
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